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Introduction: Infrared heterodyne spectra of isotopic 
CO j in the Martian atmosphere were obtained using 
the Goddard Heterodyne Instrument for Planetary 
Wind and Composition, H1PWAC, which was inter- 
faced with the 3-meter telescope at the NASA Infrared 
Telescope Facility. Spectra were collected at a resolu- 
tion of X/AX“10 7 . Absorption features of the CO; iso- 
topologues have been identified from which isotopic 
ratios of oxygen have been determined. The isotopic 
ratios l7 0/ !6 0 and 1S 0/ 16 0 in the Martian atmosphere 
can be related to Martian atmospheric evolution and 
can be compared to isotopic ratios of oxygen in the 
Earth’s atmosphere. Isotopic carbon and oxygen arc 
important constraints on any theory for the erosion of 
the Martian primordial atmosphere and the interaction 
between the atmosphere and surface or subsurface 
chemical reservoirs. 

This investigation explored the present abundance 
of the stable isotopes of oxygen in Mars' atmospheric 
carbon dioxide by measuring rovibrational line absorp- 
tion in isotopic species of C0 2 using groundbased in- 
frared heterodyne spectroscopy in the vicinity of the 
9.6 pm and 10.6 pm CO; lasing bands. The target tran- 
sitions during this observation were !S O l2 C Kl O as well 
as l7 0 l2 C 16 0 and i< ’0 l3 C u, 0 at higher resolving power 
ofVA^lO 7 and with high signal-to-noise ratio (longer 
integration time) in order to fully characterize the ab- 
sorption line profiles. The fully-resolved iineshape of 
both the strong normal- isotope and the weak isotopic 
CO 2 lines were measured simultaneously in a single 
spectrum, Figure 1 . 

The principal sources of information on isotope 
abundances in the Martian atmosphere are the Viking 
Lander mass spectrometer measurements and labora- 
tory measurements of Mars-derived meteorites, sup- 
plemented by ground based spectroscopy. The Viking 
measurements were of relatively low precision, -5% 
uncertainty, thus setting a goal for the present research 
of ~2% accuracy in the ,<: 0/ ,8 0 and l2 C/ i3 C ratios in 
order to improve upon the earlier work. Viking meas- 
urements do not report the I6 0/' 7 0 ratio. The Viking 
measurement of l(> 0/ l8 0 = 500±25 [1 ] is 



Figure 1: IR Spectra of Carbon Dioxide Isotopoiogues In 
the Martian Atmosphere. 

within the measurement uncertainty of the terrestrial 
ratio of 489, yielding a possible slight deficit, d l8 0 = - 
22±49%o, for Mars relative to terrestrial. Viking meas- 
ured l2 C/ l3 C = 90±5, within measurement uncertainty 
of the terrestrial value of 89, yielding d' 3 C = -1 l±55%o 
for Mars relative to terrestrial. The measurement un- 
certainties allow considerable leeway for values (hat 
differ significantly from the terrestrial standard; how- 



ever, arc exact recovery of terrestrial standard values 
would be just as important as a verified distinction 
from terrestrial in constraining evolutionary processes 
in Mars' atmosphere, as the Earth has also undergone 
isotopic fractionation process. 

Isotopic composition is an indicator for atmospheric 
evolution and volatile history. Earth-likc concentration 
of C and O isotopes in the Martian atmosphere is in- 
consistent with hydrogen, nitrogen, and argon, which 
are enhanced in heavier isotopes consistent with loss of 
90% or more of Mars' initial volatile inventory , [2] 
and [3]. Water and C0 2 are the main H, C, and O at- 
mospheric species. Reservoirs may be frozen in the 
polar caps, sequestered in rocks, or adsorbed into the 
regolith [4], replenishing the atmosphere and diluting 
isotopic enhancement. Such a model fails to explain 
why l817 0 are not enhanced, while D/H is. Precise 
isotope ratios for C and O can discriminate models for 
interaction between surface reservoirs and the atmos- 
phere [5], 
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urements and Implications for Atmospheric Evo- 
lution, [cams 124, 553-568. 

[5] Jakosky, B. M. (1991). Mars volatile evolution - 
Evidence from stable isotopes, Icarus 94, 14-31. 


Laboratory spectra of C0 2 with an appropriate iso- 
topic mixture will be the next step in order to refine the 
spectroscopic parameters necessary to the retrieval of 
isotope ratios in the atmosphere of Mars from the 
ground based observations. 
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